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ACTION HEW-06 

INFO OCT-OI ARA-10 ISO-00 OES-05 EB-07 COME-00 TRSE-00 
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INFO AMCONSUL GUAYAQUIL 

UNCLAS QUITO 0236 

E.O. 11652: N/A 
TAGS: ETRD, TBIO, EC 

SUBJECT: RECALL OF MEDICAL DEVICE - BENNETT MONITORING 
SPIROMETER AND ALARM. 

REE: STATE 001981 

1. ON JAN 9 EMBASSY CALLED OMNIA PRO MEDICO, LOCAL DIS- 
TRIBUTOR FOR BENNETT RESPIRATION PRODUCTS, INC., TO 
ASCERTAIN IF FORMER BAD RECEIVED LETTER FROM BENNETT 
CITED IN REETEL. OMNIA PRO MEDICO MANAGER FRED LOFFLER 
STATED HE HAD NOT RECEIVED LETTER AND EXPRESSED AP- 
PRECIATION FOR EMBASSY'S NOTIEICATION OF INFORMATION IN 
REETEL. 

2. LOFFLER INTENDS ADVISE ECUADOREAN CENTRAL BAK, WHICH 
PURCHASED MONITORING SPIROMETER FOR USE IN ITS CLINIC. 
CLINIC OPERATED BY SOCIAL SECURITY INSTITUTE WILL ALSO 
BE NOTIFIED. 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL EQUIPMENT, RECALLS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975QUITO00236 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750011-0126 
From: QUITO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 62/aaaacbzq.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 001981 
Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 31 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <31 MAR 2003 by RicharJA>; APPROVED <13 FEB 2004 by CollinP0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RECALL OF MEDICAL DEVICE - BENNETT MONITORING SPIROMETER AND ALARM. 

TAGS: ETRD, TBIO, EC, US, BENNETT RESPIRATION PRODUCTS INC 
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